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A 

Air conditioning _ for 
Bisham Abbey Sports 
Centre 

Air conditioning in 
South Africa — Two 
Decades of 

Air conditioning in 
Switzerland 

Air coolers for refriger- 
ation use — Selection 
and application of 
Australian Institute of 
Refrigeration, Air Con- 
ditioning and Heating 
annual general meeting 


Beef carcass chilling — 
Product loads for 

Bee larvae — Cold 
storage of 

Borehole water saves 
money 

BRACA lunch 

BSRIA annual general 
meeting 

Bugs — Build out those 
Butane and _ propane 
storage — Refrigeration 
for 

Books (See Literature) 


Cc 


Climate Equipment rates 
Hitachi prospects high 
Cold stores — rodent 
infestation, a menace 
for 

Comfort, energy and 
profit in the high street 
Condensation of refrig- 
erants — review of 
literature 

Condensing heat trans- 
fer co-efficients — Pre- 
diction of 

Cooling electronic equip- 
ment on ships 

Cook freeze catering at 
Wymondham College 


D 
Disc — back from the 
dead 


E 

Engineering challenges 
in the international heat- 
ing, refrigeration and air 
conditioning business 
Environmental demands 
met at Royal's prestigi- 
ous home — Range of 
Experimental rig to 
study the condensation 
of pure and mixed 
refrigerants — An 
Export year special 


F 

Flow regimes for refrig- 
erants condensing n- 
side horizontal tuves . 


G 


Gas ships under scru- 
tiny 


H 


Hall Thermotank —- 
applications of refriger- 
ation 

H and V Index Exhibi- 
tion — review 

Heat pump — A new 
look at the 

Heat regain system for 
a shopping centre — A 


“same, 


Month Page 


High efficiency air blast 
freezer — Performance 
of a 

Hospital clean room — 
New style 

Humidity preserves 
wreck of the “Wasa” 


! 
Idea Exhibition—review 
IES system in Ringway 
House on” Vaan a 
liiness — A_ hedge 
against ws jee 
Indian industry — No 
relief for iain. “kee atas 
Institute of Refrigera- 
tion dinner Seng on 
Insulation and _ refriger- 
ation plant on ships — 
Optimisation of ... 
Insulation ‘77 Exhibition 
— preview 
Insurance: 
Additional insurance 
sums sited * as 
Additional “travel in- 
surance... _ ... «.. 
Against staff dis- 
honesty sui aes 
Directors’ pensions 
‘revalued’ aha 
Employer's liability 
insurance an) sae 
Fleet vehicle insur- 
ance 
Life cover “for direc- 
tors 
Sickness and accident 
cover 
Interclima Exhibition oo 
aa 
International Sanitation, 
Heating and Air Con- 
ditioning Exhibition — 
review 


L 


LEB presents a_ firm 
case for air conditioning 
Legal 


Literature: Trade 
Actair International — 
AC terminal units 
Associated Plastics 
— purpose built con- 
tact plate and tower 
scrubbers zag ees 
Biddle F. H. — air 
conditioning and heat- 
ing equipment eS 
Biddle F. H. — win- 
dow/through wall air 
conditioners pas 
Blundell — pipeline 
colour codes... 
British Steam Special- 
ties — expansion 
loops and _— 
compensators 
CompAir Industrial — 
compressed air dryers 
Creators — range of 
hoses 
Dearborn Chemical - — 
services and_ tech- 
nical back up systems 
Dunham Bush—com- 
pressors and_ con- 
densing units data . 
Eaton Williams — 
washable filters 


F and R Cooling — 
cooling towers selec- 
tion guide i te 
Film Cooling Towers 
— multifilm towers 
range See aac 
Fluidrive Engineering 
— advantages of con- 
stant and_ variable 
filling fluid couplings 
Harefield Rubber — 
“traffic’’ doors 
Heenan Coolers — 
range of water cool- 
ing towers re eas 
Klinger, Richard — 
products and services 
Klinger, Richard — 
compressed asbestos 
gasket materials 
Klinger, Richard — 
fully proofed asbestos 
product range ies 
Klinger, Richard — 
treated paper oe 
material... 
LCA Pipelines — pipe 
systems for chemical 
and process’ indus- 
tries 
Powerflex - oo - guide to 
design of pipework 
systems eee aes 
Rocol — guide to 
anaerobic adhesives 
UK Solenoid — panel 
and switchboard de- 
sign a eee 
Vilter — _ industrial 
refrigeration compres- 
sors range ; 
Wright Air Condition- 
ing — air condition- 
ing unit, chart re- 
corder and aiarm 
panel ... we 
‘fork — concepts in 
comfort sia 
Zimmite — chemical 
products for cooling 
and boiler water 
treatment * 
Literature: Books 
Aluminium extrusions 
BRACA directory 
Brazing copper and 
copper alloys , 
BSRIA dry bulb wet 
bulb data ... ba 
Buildings are for 
people ; dir =‘nhad 
Building Technology 
— Mechanical and 
Electrical Systems .. 
Comfort — What it is 
and how it affects 
your work aus 
Commissioning codes 
Domestic heat pumps 
Edwards Freeze-Dry- 
ing Handbook ... .. 
Employer's and Per- 
sonnel Manager's 
Handbook of Draft 
Letters of Employ- 
ment Law — The . 
Energy management 
in commercial build- 
ings . 
Estimator’s “Guide to 
Labour Times for 
HEVAC Instaliation 
Work il ike 
Flanged steel globe, 
stop, check and lift 
type valves for 
general purposes 
Graphic symbols for 
general engineering ... 
Guarding machinery 


Month Page 





Month Month Month Page 


Handbook of Ventila- Materials for fridge Oct 
tion for Contaminant liners a = July Nov 
Control A OS Matrix rotor fan... .. Oct Dec 
H and V_ Man's Meat and the meat Service hints: 

Safety Guide ... .. market ... ... May Electric motors a Sept 


Heat and Power from 
the Sun Re 
Heat recovery ... 
HVRAC Year Book . 
IHVE guides, updated 
Machinery attendants 
Measurement of Aijr 
Flow ... 
Mechanical fault diag- 
nosis and condition 
monitoring are 
Protection of eyes 
regulations — The 
Recommended _prac- 
tice for the use of 
metric (SI) units in 
building design and 
construction =o 
Refrigeration piping 
data manual aie 
Safety in pressure 
testing a Aa 
Scientific basis of 
air conditioning 
Sheet metal ductwork 
specification 
Water cooling towers 
Welding and_ flame 
cutting using com- 
pressed gases... ... 
Year Book of heat 
recovery 1977/78 
Lloyds Register — its 
involvement with refrig- 
SD acs big ae eae 
Lloyd’s standards for 
land based cold stores 
London Refrigeration 
Society Exhibition — 
review ... 
Low temperature “cryo- 
stat — Many applica- 
tions for a 
L’Unite Hermetique for- 
mally opens its factory 


M 


Matas refrigeration for 
Lewis's Saverstore 


Meat processing indus- 
try in New Zealand — 
Refrigeration in the 
Mostra Convegno Ex- 
hibition — review 


Oo 
Out in the field ... 


P 

Pensions — Act now on 
Poultry — chilled in one 
hour 

Pressure drops assoc- 
iated with condensation 
of refrigerants eb 
Prestcold Ltd — A shop 
window for Europe 


R 

Refrigeration and_ air 
conditioning industry 
statistics — Explained 
Refrigeratic : Appliances 
factory expansion 
boosts export. efforts 
Refrigeration — One 
hundred years of 
Refrigeration technician 
education — Changes 


RUAG annual general 
meeting : ee * 


Ss 


Safety and prevention 
of accidents wt 


Faults arising from 
Fitting a replacement 
hermetic on an ice 
machine ae 
Help reduce running 
costs ela ous edi 
Prevent those call 
backs! on ces 
Servicing an _ auto- 
matic ice cuber : 
Starting devices for 
hermetics 
The van — junk ‘shop 
or Aladdin's cave? ... 
Tools and equipment 
Solar powered ice- 
maker ’ 
Sydney wholesale “mar- 
ket complex — new 
features = ; 


T 
Test chember for pack- 
aged _ industrial water 
chillers — A 3s 
Thermo-electric air con- 
ditioning — _ French 
breakthrough ; 

Torry air freezer on the 
market ae? tow Sil 


U 


UPO — from Scouse 
parlour to opulence in 
Ruislip ca? Sus 


V 

Variable air volume 
terminal units — 2,100 
for a _ prestige office 
are ee 
Vegetables — cooling 
and storage of an 


WwW 

Wright Air Conditioning 
— answer to computer 
room air delivery _ 
lems ven, a aS 





May 


July 
Oct 
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